library 


I "beg  to  submit  the  following  report  for  the  year  1940  (modified 


requirements  set  out  in  Memo  204/SA  as  indicated  by  Circular  1937  - 


11th  January,  1 940*  ) 

Table  A.  (i)  No  ships  reported  defective. 

No  ships  reported  with  any  Infectious  Disease  on  board. 

(ii)  Omit. 

(iii)  No  change  as  regards  source  of  water  supply. 

(iv)  All  Port  Sanitary  Regulations  carried  out  as  usual, 
minor  surgical  oases  treated. 

Inspection  of  ship's  crew  - Lascars.  Report  sent  to 
Liverpool. 

Table  B.  Omit. 


Table  0.  None. 

Table  D.  None. 


Table  E A P.  Reason  to  believe  Menai  Bridge  - clear  of  rats. 
Traps  laid  - None  caught. 


Table  G.  No  action  was  necessary. 


Table  H.  Not  applicable. 


Table  J.  No  action  necessary. 

Till. (i)  None  for  inspection. 

(ii)  All  shell  - fish  beds  examined  and  samples  taken  for 

report.  These  beds  and  layings  are  now  under  constant 
supervision.  Only  one  bed  is  used  for  collection  of 

Mussels. 


G.  IBT/AL  GRIFFITHS, 
M.R.C.S,  L.R  C. P.  9 D.P.H. 


Port  Health  Medical  Officer. 


